ETag: "c70a0b38fa3145fd3a3cf28e63b16062"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 1911
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.6
x-archive-meta-case-cause: 15:1938 Fair Labor Standards Act
x-archive-meta-case-name: Calvet v. Accent Electronic Systems Integrators, Inc. et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: flsd
x-archive-meta-docket-num: 0:11-cv-61378
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: Labor: Fair Standards
x-archive-meta-pacer-case-num: 381386
x-archive-queue-derive: 0
x-upload-date: 2012-09-11T09:11:57.000Z
